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OFTICH OF INVISING ARCHITHOT 


Washington, D.C. Mareh 24,1896. 
Custodian, 


U.S. Mint, 


Philadelphia, Pa. 


Sir? 


Herewith please find Check No, 


8590. Tae Da ae 
ki ; amounting to 


Three Dollars, 
drawn byG@eorge A, Bartlett, 


wurstire Clerk, 








to the order of 


Walter Ryan, Manager l"arrel Safe Works, 








in payment of voucher received with letier dated February OI elt OO rete ee 
from you 




















aeennetmearorrmncnes 
adJusting Fire Proof Vault Door, Philadelphia, Pa. 
ot = eee = =a — Si = j — = = — 
nfs | Amount ow Oreck, | OI ae | APPROPRIATIONS. 


Heating apparatus for public buildings, 189 


3690 


| 
i] | Repairs and preseryation of public buildings, 189 
| 

\) 

} 

| 

| 


$3.00 | Vaults, safes. and locks for p 


nblie buildings, 189 6 
ace 
| 
| 


Plans for public buildings, 189 


x 





2—2181 


fespectfully yours, 





Rae Na G 


NARA RG104, Entry 1, Box 193 


Check Letter. 
Form 55. 


Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., 

March 24, 1896 


Custodian, 
US. Mint, 
Philadelphia, Pa. 


Sir: 


Herewith please find Check No. 3690. Amounting to Three Dollars, drawn by George A. 
Bartlett, Disbursing Clerk, to the order of Walter Ryan, Manger Farrel Safe Works, in payment 
of voucher received with letter dated February 26th, 1896. from you adjusting Fire Proof Vault 


Door, Philadelphia, Pa. 








No. of Check. | Amount of Check. | Amount of Account of -_ | Appropriations. 





3690 $3.00 $3.00 Repairs and preservation of 
public buildings, 189 . 
Heating apparatus for public 
buildings, 189 . 

Vaults, safes, and locks for 
public buildings, 1896. 
Plans for public buildings, 
189. 




















Respectfully yours, 
St. Julien B. Dapray 
Chief Executive Officer. 


